THE  MIRACLE  AT  PENTECOST  PAINTING 

Boedeker  at  Parklane 
Dallas,  Texas 
Offices,  635  Meadows  BIdg.,  Dallas.  Texas  75206 
America's   Largest.    Original,    Religious    Painting  of 
the    Miracle   at   Pentecost,    124   feet   long.   20  feet 
high.  Begun  in   1961,  Completed  m   1969.  Over  200 
figures  contained  in  the  work. 
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49029-C  ©,  the  Miracle  ot  Pentecost  Foundation 
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DEXTER  PRESS,  INC. 

WEST  NYACK,  NEW  YORK 


